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FILTERING SYSTEMS

allow one or both of the cylinders to be cut out of the sys-
tem if necessary.

The heated oil next flows through tanks E,F,and G, which
are connected in series, the oil being delivered into each
tank through a pipe extending down almost to the apex of
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Machinery

Fig. 1.    Apparatus for purifying Oil  recovered from
Centrifugal  Separators
the conical bottom and escaping through a pipe near the
top of the tank. Tanks E and F provide for the settling out
of chips and other foreign matter held in suspension in the
oil, while tank G is furnished with a steam coil to provide
for raising the temperature of the oil to 200 degrees F. in
order to sterilize it. The rate of flow is so adjusted that the
oil is held in tank G for fifteen minutes, which is regarded